PLATE CIV
COLOMBIA GLACIER IN 1899
Steamer George W. Elder in front of lie terminal cliff of Columbia Glacier in 1899.   Photograph from ''Harriman Alaska .Expedition."    Copyright,
190z, by hi. H. Harriman.